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Treasury Department, 
F.P.G., Bureau of the Mint, 
Washington, D.C., 
December 14, 1894 

Eugene Townsend Esq. 
Supt. Mint U.S. 
Philadelphia Pa. 

Sir: 


Referring to your letter of the 11th instant the re-instatement of the following named 
employees of the Coiner’s Department is hereby approved: 

Sami. R. Russell as Asst. Weigher 
W.H. Webb ~ General Foreman. 

Jas. M. Stewart ~ Foreman. 

A.J. Lawrence Coining Room. 

The removal of the others, whose names are mentioned in your letter, is approved. 

Respectfully yours, 

R.E. Preston 
Director 



